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BILL NO. S- 71-12- 0 b 

| 

SPECIAL ORDINANCE NO. S- 7 - 7/ ■ 

AN ORDINANCE approving contract with, the State, 
of Indiana (Indiana State. Highway Commission) 
for Vehicle Detectors, (T. 0 .P . I . C . S . ) Indiana 
Project T- 6 002- (6) . 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the contract approved August 11, 1971 
between the City, of Fort Wayne, by and through its Board of 
Public Safety-Traffic Engineering Department, and Department of 
Purchases, and the State of Indiana, through the Indiana State 
Highway Commission for furnishing and installing of 9 4 complete: 
vehicle detectors in the. various locations of the. central 
business district of the City of Fort Wayne, under T.O.P.I.C.S. 
Project T-6002- (6) , the total cost of said contract not to ex- 
ceed $42,759.27, of which the City shall pay $21,379.63, is 
hereby in all things ratified, confirmed and approved. 

SECTION 2. The Board of Public Safety , /Engineering 

' 

Department, is hereby authorized to deposit the City's share of 
said contract price, not to exceed $21,379.63, with the State of 
Indiana Highway Commission. 

section 3. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 




seconded by 




and duly adopted, read the second time by title and referred 


to the (Committee, on) 
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City Clerk 


Read the third time in full and on motion by 


< > i-- 


seconded by 




and duly adopted, placed on its passage. 


Passed (LOST) by the following vote: 
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City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne , Indiana, as ^ 

(Errni ng Mnp U Q wcr al ) ( A nnwxafcion ) (Special) ( Appropriat i on) Ordinance Absolution) No i S — !_ 




on the — ' day of A Q 


i9 ru. 


ATTEST : 


(SEAL) 







City Clerk 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 7- day 

of . __s 19 7/ at the hour of .-pTy & o'clock FJ .M.,E.S.^ 


Approved and signed by me this 



<D 

K V / f) j* 0 /vY\ 


City Clerk 


d & y of ,/C\( O-'C $ ^i'n'XX.AJPAJ 


, 19 


at the hour of vV o'clock , E.S.T. 


Mayor 
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Bill No. 

REPORT OF THE COMMITTEE ON REGULATIONS 

We, your Committee on Regulations to whom was referred an Ordinance 

_ approving contract with the State of Indiana (Indiana State Highway Commission) 

for Vehicle Detectors, (T.O.P.I.C.S.) Indiana Project T-6002-(6) . , 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance dir PASS. 

HERBERT G. TIPTON. Chairman 


JACK K. DUNIFON, VICE Chairman 


THOMAS G. ADAMS 


WILLIAM K. GEAKE 


DONALD J. SCHMIDT 



DATE_£>i_l£_L F 


w. 


;m, city clerk 


